TABLE A-14:  CONSTRUCTION AND OPERATION MANPOWER REQUIREMENTS
FOR GEOTHERMAL FACILITIES, BY YEAR

Location
	GEYSERS3
		IMPERIAL  VALLEY13
		BECHTELC
	
Output
	110 MWe
	
	135 MWe
	
	200 MWe
	

Number of Wells
	12-20
	
	20-30
	Undetermined
		
Peak Construction
	30
	
	80
	
	374
	

Operations
	81
	
	10
	
	83
	


	Construc-
	Opera-
	Construc-
	Opera-
	Construc-
	Opera-


	tion
	tions
	tion
	tions
	tion
	tions


	Employ-
	Employ-
	Employ-
	Employ-
	Employ-
	Employ-

Years
	ment
	ment
	ment
	ment
	ment                  ment
	
1
	20
	0
	40
	0
	126
	0

2
	20
	20
	80
	10
	374
	0

3
	0
	81
	40
	10
	265
	21

4
	0
	81
	0
	10
	228
	60

5
	0
	81
	0
	10
	0
	83

10
	0
	81
	0
	10
	0
	83

20
	0
	81
	0
	10
	0
	83

30
	0
	81
	0
	10
	0
	83

SOURCES:  (a)  Conversation with Union Oil representative.

(b)  Conversation with Pacific Gas & Electric Company representative.

(c)  Energy Supply Planning Model, Bechtel Corporation.

Note:     Construction data for Geysers and Imperial Valley does not include the

well digging, normally done on a contractual basis and employing approx-
imately 75 people per well. It is also unclear whether or not B-echtel's
construction employment figures account for drilling crews.
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